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curious habits which will elicit the attention of the spectators. For instance, you will see already inhabiting the premises fish which float then-selves into balloon shape in order to get to the top of the tank so that they may escape the onslaughts of their finny enemies. When the danger is past, they expel the air and come down to the bottom. You vrill also see fish armed with vacuum apparatus by which they stick to the side of rocks and cannot be easily dislodged. From the point of view of spectacular attraction this Aquarium will serve a definite purpose/'
A Description of the Aquarium
The Aquarium stands on an excellent site close to the beach in Trivandrum, the distance from the sea being as short as only 1,800 feet and close to several fishing villages and very near some fresh water lakes.   It contains 25 tanks each 10' x 3J'x3' and is provided with T thick glass plates in front. The tanks are constructed on  both sides of  U  shaped corridor. Theouterside of the corridor is lined by 15  sea water tanks while the inner side is occupied by two parallel  longitudinal rows of tanks, each row containing five tanks for fresh water and lake water, the total capacity of the  tanks is  15,800 gallons.   The tanks are lighted from  above from  invisible sources and this enables the visitors to get a series of brightly illumined pictures of under-water world.    Apart from considerations of aesthetic value, this arrangement is the essential part of the proper care of fishes.   The   circulation of the sea water is based on the Lloyd system in which the same sea water is always in circulation thus avoiding the necessity of pumping water from the sea daily.    The waste water which overflows from the exhibition tanks is cleaned in special filters and returned to the underground reservoirs from  where it is "pumped again into the exhibition tanks, after it is mixed up with small quantities of fresh water to compensate 'losses by evaporation.     The incorporation of all the recent developments in Aquarium construction makes this one of the most' up-to-date, while in size and capacity it is the largest on the inain land; of the Asiatic continent. On" the first flo6r :af this